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PLEASANTVILLE, N. Y. INVOICE N° 17108 
CUSTOMER'S ORDER Noo O94 CONTRACT NO. INVOICE DATE October 2h, 1957 
ic 7 SALES ORDER NO.) 39), 
SHIPPED TO: 
iz Commanding Officer Slick Airways Terminal 
Headquarters Detachment FOIAb3a Burbank, California 
SOLD Attn: Major Robert Welch 
TO (Hold for Consignee Pick-up) 
ne Attn:M/F: PC-210A Depot Stock 
TERMS: NET 30 DAYS: PAYABLE AT PAR IN NEW YORK FUNDS F,0,8. Pleasantville, New York 
DATE SHIPPED «2/21/57 SHIPPING ORDER NO. 13499 via Slick Airlines - Prepaid 
ITEM NO. QUANTITY PART NO. DESCRIPTION UNIT PRICE AMOUNT 
Te , Model PC-210A Depot Spare Parts consisting of: ye 
300 2 6411-21 Magnetron 198207 77.62 pl, 549.2) 
I certify that the above bill is correct and justland 
that payment therefor has not been receibed, 
GaNERAL PRECISION LABORATORY INCORPORATED 
FOIAbBb 


rreasurer 


SELLER REPRESENTS THAT WITH RESPECT TO THE PRODUCTION OF THE ARTICLES AND/OR THE PERFORMANCE OF THE SERVICES COVERED 
BY THIS INVOICE, IT HAS FULLY COMPLIED WITH SECTION 12 (A) OF THE FAIR LABOR STANDARDS ACT OF 1938, AS AMENDED, 


ALL CLAIMS OR ALLOWANCES MUST BE MADE WITHIN FIVE DAYS AFTER RECEIPT OF GOODS 
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